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Design for a Roman Catholic Cathedral. ton, Mass. E. C. Cabot, Archt., 1027 
| ae orks. aes pe mae Tower ot “Central Congregational 
EDUCATIONAL. Church, Newtonville, Mass. Hart- 
, . . , well & Richardson, Architects, 1028 
| Anglican College, Jerusalem, Palestine. | Vestibule, Public Library Boston 
| George Jeffery, Architect, 1030 Mass McKim ‘Mead & White Ar- 
| Friends’ College, Saffron Walden, Eng.| )488- Memim, ? a 
| KE. Burgess, Architect, 1023 el 
Secondary School and Technical Insti- 
tute, Richmond, Eng. Fryer & Bath, 
Architects, 1020 North Eastern Station Hotel, New- 
Trampington Road Board School,| castle, Eng. William Bell, Architect, 
Wanstead, Eng. John T. Bressey, 1027 
¥ 4} 9 
Architect, 101 INTERIORS. 
FOUNTAINS. 


Wonntein at Cantie of Gebres. Ger. Dining-room, Great Cumberland Place, 
~ per _— . ae London, Eng., 1028 

; Bernard Schaede, sae, 1022, | Drawing-room in Hall of Grocers’ Com- 
Great Breslau Pump, Neisse, Ger., 1022 pany, London, Eng. H. C. Boyes, 


HOTELS. 





> Architect, 1027 
GBLATIES. Entrance-hall, House of George A. 
Detail of Staircase Hall, Public Library, Draper, Hopedale, 
Boston, Mass. McKim, Mead & White, Mass. J. P. Putnam, 
Architects, 1020 Architect, 1023 ( Get.) 
Entranoce-hall, House of George A. Junior Constitutional 
Draper, Hopedale, Mass. J. P. Put- Club, London, Eng. 
nam, Architect, 1023 R. W. Edis, Archt., 
Interior of Central Congregational 1023 





Chureh, Newtonville, Mass. Hart-| Interior of Central Congregational 
well & Richardson, Architects, 1028 Church, Newtonville, 


Interiors in Harvard Club-house, New Mass. Hartwell & Rich- | 
York, N. Y. McKim, ardson, Architects, 1028 
Mead & White, Archi- ( Gel.) 
tects, 1021 ” ‘** New Theatre Royal, Cam- 
Ld 


** Metropolitan Club - house, bridge, Eng. Ernest 
Washington, D.C. Gray Riiniz, Architect, 1019 
& Page and W. A. Potter, | Interiors in Harvard Club-house, New 
Architects, 1025 York, N. Y. McKim, 
*“ Montauk Club - house, Mead & White, Archts., 
Brooklyn, N. Y. F. H. 1021 (Gel.) 
Kimball, Architect, 1029 - ** Metropolitan Club-house, 
* * Players’ Club-house, New Washington, D.C. Gray 
Youx, HM. Y¥. McKim, & Page and W. A. Potter, 
Mead & White, Archi- Architects, 1025 (Gel.) 
tects, 1031 “ Montauk Club- house, 
Metropolitan Club-house, Washington, Brooklyn, N. Y. F. H. 
D.C. Gray & Page and W. A. Potter, Kimball, Archt., 1029 
Architects, 1025 ** Players’ Club-house, New 
Parlor Fireplace, House of George A. York, N. Y. McKim, 
Draper, Hopedale, Mass. J. P. Put- Mead & White, Archts., 
nam, Architect, 1023 1031 (Gel.) 








| Library, Kellogg Terrace, Great Bar- 
rington, Mass., 1024 

= Thuriand Castie, Kirkby Lons- 
dale, Eng. Paley & Austin, 

| Architects, 1019 

| Nave of Church of All Hallows, Gospel 

Vak, London, Eng. James Brooks & 

Son, Architects, 1022 
North Drawiug-room, “‘ Halton,” Tring, 
Eng., 1031 

Proposed Arcade, Preston, Eng. Essex, 
Nicol & Goodman, Architects, 1025 

Representatives’ Chamber, State-house 
Extension, Boston, Mass. Charles 
Brigham, Architect, 1026 ( Gel.) 

Salon and Vestibule in Hétel of the 
Comtesse de J . Paris, France. 
Gustave Rives, Architect, 1030 

Vestibule, Public Library, Boston, 
Mass. McKim, Mead & White, Ar- 
chitects, 1020 ( Gel.) 





MERCANTILE. 


Proposed Arcade, Preston, Eng. Es- 
sex, Nicol & Goodman, Archts., 1025 
Suffolk National Bank Buildiug, Bos- 
ton, Mass. E. C. Cabot, Architect, 

1027 ( Gel.) 

Thomas Cook & Son’s Building, Leices- 
ter, Eng. Goddard, Paget & Goddard, 
Architects, 1028 


MISCELLANEOUS. 


Lady Charles Spencer, from a Painting 
by Sir Joshua Reynolds, 1030 

| Painted Panels for a Dining-room, by 

| M. Mazerolle, 1027 

| Thomas St., Grosvenor Square, London, 

| Eng. W. D. Carée, Architect, 1030 





| 


PUBLIC BUILDINGS. 


London School Board Offices, London, 
Eng. Bodley & Garner, Archts., 1022 
| Public Library, Boston, Mass. McKim, 
Mead & White, Ar- 
chitects, 1020 (Gel.) 
Chelsea, Eng. J. M 
Brydon, Archt., 1019 


| THEATRES. 


Daly’s Theatre, London, Eng. Spencer 
Chadwick, Architect, 1026 


TOWERS AND SPIRES. 


|Tower of Central Congregational 
Church, Newtonville, Mass. Hart- 
well & Richardson, Archts., 1028 ( Gel.) 
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Acushnet, Mass. Doorway, 1030 (Reg.) 
Augsburg, Germany. Fugger Chapel, 
St. Anne’s, 1027 (/mp.) 

Barmouth, Wales. A 
mouth, 1024 ( Rey.) 
Bath Beach, N.Y. Fire-engine House. 
Parfitt Bros., Architects, 1021 (Reg.) 


BERLIN, GER. : 


Berlin Club-house. Kayser & Groz- 
heim, Architects, 1027 (/nt.) 

Buifet in Kestaurant, New Parlia- 
ment Building. Paul Wallot, Ar- 
chitect, 1022 (/nt.) 

Details of Council Room, New Parlia- 
ment Building. Paul Wallot, Ar- 
chitect, 1019 (/nt.) 

Boscombe, Eng. Villa for T. G. Head. 

Dancaster & Taylor, Architects, 1021 

(int.) 


BOSTON : 


Haddon Hall. J. P 
tect, 1022 ( Reg.) 
Monadnock Apartments, Dorchester. 
Dwight & Chandler, Architects, 1025 

Reg.) 

Office Building. Cabot, 
Mead, Architects, 1027 

Public Library. McKim, Mead & 
White, Architects, 1020 (Jmp. and 
Int.) 

Representatives’ Chamber, State- 
house Extension, Charles Brigham, 
Architect, 1026 (/nt.) 

State Library, State-house Extension. 
Charles Brigham, Archt., 1026 ( /mp.) 

Suffolk National Bank Building. KE. 
©. Cabot, Architect, 1027 (/nt.) 

sridgeport, Conn. House of J. P. 
Omans, J. W. Northrop, Architect, 
1019 (Reg. 
Brookline, Mass 
for E. RK. Knapp. 
tect, 1020 ( Reg.) 
Brooklyn, N. Y. Interiors in Montauk 
Club-house. F. H. Kimball, Archi- 
tect, 1029 (/mp. and Int.) 
Bruges, Belgium. Old Houses, 

(int.) 

Buffalo, N. Y. House. E. G. W. Diet- 
rich, Architect, 1028 (Reg ) 


Putnam, Archi- 


Everett & 


Terrace of Houses 
A. H. Dodd, Archi 


1027 


Caen, France. Abbey of the Holy 
Trinity, 1024 (/nt.) 
Cambridge, Eng. Interior of New 


Theatre Koyal. 

tect, 1019 (/nt.) 
Chelsea, Eng. Public Library. J. M. 

Brydon, Architect, 1019 (/ntf.) 
Chichester, Eng. Chichester Cathedral, 


Ernest Riintz, Archi 


1030 (Jat. 
Claremont, N. H, Design for Town- 
hall. H. Langford Warren, Archi- 


tect, 1023 (Rrg.) 

Coboes, N. Y. Competitive Design for 
City-hall. Walker & Quinby, Archi- 
tects, 1021 ( Reg.) 

Conway, Wales. Entrance Court, Plas 
Mawr, 1022 ( Reg.) 

Creech St. Michael, Eng. Church. 
Drawn by A. B. Bibb, 1020 ( Reg.) 

Detroit, Mich. Leonard & Carter Furni- 
ture Co.’s Building. Rogers & Mac- 
Farlane, Architects, 1030 (/mp.) 

Dynder, Eng. Church. Drawn by A. 
B. Bibb, 1020 ( Reg.) 

Fairhaven, Mass. Doorway, 1030 ( Reg.) 





Gehren, Ger. Fountain at the Castle. 
Bernard Schaede, Archt., 1022 (/nt.) 


| Germany. Cottages in the Black Forest, 
bit of Old Bar- | 
| Great Barrington, Mass. 


1027 (/nt.) 

Library, Kel- 
logg Terrace, 1024 (/nt.) 

Staumore, Eng. House. Arnold 
Mitchell, Architect, 1026 (Jnt.) 

Hanover,N. H. Alumni Memorial 
Hall & Butterfield 
Museum, Dartmouth 
College. Lamb & 
Rich, Architects, 
1026 (Reg. 

Mary Hitchcock Me- 
morial Hospital. 
Kand & Taylor, Ar- 
chitects, 1024 ( Reg.) 

House of W. B. Roths- 
ehild. F. R. Com- 
stock, Architect, 
1022 (Reg.) 

ad Stairease-hall in Pro- 
posed House for W. 
W. Smith. F. R. 
Comstock, Archi- 
tect, 1028 ( Reg.) 

Harrow, Eng. Three Houses. Arnold 
Mitchell, Architect, 1026 (/nt.) 

Heidelberg, Ger. The Terrace, 1031 
( Reg.) 

Hofedale, Mass. House of George A. 
Draper. J. P. Putnam, Architect, 
1023 (Reg., Imp. and Int.) 

Jerusalem, Palestine. Anglican Col- 
lege. George Jeffery, Architect, 1030 
(int.) 

Kirkby Lonsdale, Eng. Library, Thur- 
land Castle. Paley & Austin, Archi- 
tects, 1019 (/nt.) 

Lakewood, N. J. House. E. G. 
Dietrich, Architect, 1024 ( Reg.) 
Leicester, Eng. Thomas Cook & Son’s 
Building. Goddard, Paget & Goddard, 

Architects, 1028 (/nt.) 


“ 


Hartford, Conn. 


Ww. 


LONDON, ENG. : 


Central Bay, North Side of Choir, St. 
Saviour’s Church, Southwark, 1026 
(int.) 

Church of the Good Shepherd, Gospel 
Oak. James Brooks & Son, Archi- 
tects, 1022 ( /nt.) 

Daly’s Theatre. Spencer Chadwick, 
Architect, 1026 (/nt.) 

Detail of Archway, Temple Gardens. 
E. M. Barry, Architect, 1021 (/nt.) 
Dining-room, Great Cumberland 

Place, 1028 (/nf.) 

Doorways to Wimpole House. Charles 
H. Worley, Archt., 1024 (/nt.) 

Drawing-room in Hall of Grocer’s 
Company. H.C. Boyes, Architect, 
1027 (/nt.) 

Entrance-hall, Junior Constitutional 
Club. R. W. Edis, Archt., 1023 (/nt.) 

Fireplace in Skinner’s Halli, 1022 (/nt.) 

London Schoo!-Board Offices. Bodley 
& Garner, Architects, 1022 (/nt.) 

Nave of Church of All Hallows, 
Gospel Oak. James Brooks & Son, 
Architects, 1022 (/nt.) 

Organ Case, St. Saviour’s Church, 
Southwark. Sir A. W. Blomfield, 
Architect, 1027 (/mp.) 

Rood-screen, St. John the Baptist, 
Kensington. James Brooks & Son, 
Architects, 1022 (/nt.) 


LonpDon, EnG.: — 
| ‘Thomas St., Grosvener Square. 
D. Carée, Architect, 1030 (/nt.) 
Middletown, Conn, 
| School. F. 
| 1028 ( Reg.) 
| Montelair, N. 
Chapin. 
(Reg.) 
Montreal, Can. 
treal. 
| 1020 (Reg.) 
| Neisse, Ger. 
1022 ( Int.) 
Newcastle, Eng. Northeastern Station 
Hotel. William Bell, Architect, 1027 
(/nt.) 





J. House of H. J. 


The Great Breslau Pump, 


NEwpokrt, R. I. : — 
Details of Watson House. 
P. G. Gulbranson, 1029 ( Reg.) 
Newport Hospital. 
son, Architect, 1019 ( Reg.) 
Two Doorways. 
branson, 1029 ( Reg.) 
Newton, Mass. Central Congregational 


(Imp. and Int.) 
Newton 


1028 ( Reg.) 

New York, N. Y.: 

Fireplace, Catholic Ciub-house. 

Schickel & Co., Archts., 1024 (7mp.) 

Harvard Club-house. 

& White, Architects, 
Imp. and Int.) 


1021 


H. Hunt, Architect, 1028 ( eg.) 
Interiors in Player’s Club-house. 


1030 (/mp. and Jnt.) 
Rapid Transit System. Devised by A. 
H. Thorp, 1027 ( Reg.) 
for Cataract Construction Co. Me- 

Kim, Mead & White, Architects, 1031 

(Reg.) 
Osnaburg, Ger. Details of Church 

(int.) 

Paris, France. Salon and Vestibule in 

Hotel of the 

tesse de J 





1030 (Jnt.) 
“ Window in Hotel. M. 
1022 (Int.) 
PHILADELPHIA, Pa. : — 
Cottage at Germantown. George T. 
Pearson, Architect, 1019 ( eg.) 
Furniture for ** Homecroft.”’ 
Pearson, Architect, 1024 (/mp.) 
House of William Cramp. 
hurst & Huckel, 
tects, 1019 (/mp.) 
. 87. DBD iow. & G. 
nedy, Archt., 1022 (/mp.) 


mantown. Geo. 





son, Architect, 1024 (Reg.) 


w. 


Proposed High 
K. Comstock, Architect, | 


F. Colburn, Architect, 1025 


Branch Bank of Mon- 
Andrew T. Taylor, Architect, 


Drawn by 
William Atkin- 


Drawn by P. G. Gul- 


| Church, Newtonville. 
Hartweil & Richard- 
son, Architects, 1028 
House of A. D. Clafin, 


Centre. S. 
J. Brown, Architect, 


Wm. 


McKim, Mead 
(Reg., 


House of Mrs. Josephine Schmid. R. 


Me- 
Kim, Mead & White, Architects, 


Niagara Falls, N. Y. Base of Flagstatf 


Furniture in the Marienkirche, 1022 


Com- 
Gus- 
tave Rives, Architect, 


Guinot, Architect, 


Geo. T. 


Hazel- 
Arcbi- 


Ken- 


*« © $t. Margaret’s House, Ger- 
T. Pear- 





Preston, Eng. Proposed Arcade. Es- 
sex, Nicol & Goodman, Architects, 
1025 (/nt.) 

Richmond, Eng. Secondary School and 
Technical Institutes. Fryer & Bath, 
Architects, 1020 (/nt.) 

Saffron Walden, Eng. Friends’ College. 
E. Burgess, Architect, 1023 (/nt.) 

St. Louis, Mo. Imperial Apartments. 
W. A. Swasey, Architect, 1023 (Reg.) 
St. Paul, Minn. Competitive Design 
for Minnesota State-house. C. W. & 
A. A. Stoughton, Architects, 

(Reg.) 
San Francisco, Cal. 


1026 


Proposed Building. 
Willis Polk, Ar- 
echitect, 1019 
(Reg.) 

Tomb of William 
Sharon, Laurel 
Hill Cemetery. 
A. Page Brown, 
Architect, 1019 
( Reg.) 

Sealby, Eng. Yew Court. Frank A. 
Tugwell, Architect, 1031 (/nt.) 

Searborough Heights, N. Y. Sections 
and Ceiling of Shepard Memorial 
Church. Haydel & Shepard, Archi- 
tects, 1029 ( Reg.) 

Springfield, Mass. 
W. Bliss. 
1031 (Reg.) 

Strasburg, Ger. University Library. 
Prof. 8S. Neckelmann, Architect, 1027 
(Imp.) 

Swampscott, Mass. House and Stable 
for E. W. Rice, Jr. Rand & Taylor, 
Arehitects, 1028 (Reg.) 

Test-Milon, France. Restoration of 
Chateau. René Sergent, Architect, 
1019 (Jnt.) 

Tours, France. South Tower of Cathe- 
dral, 1027 (imp.) 

Tring, Eng. North Drawing-room, 
“ Halton,”’ 1031 (/nt.) 

Vendéme, France. Tower of the Church 
of the Trinity. Drawn by W. T. 
Partridge, 1024 (/m».) 

Wanstead, Eng. ‘Trumpington Road 
Board Schools. John T. Bressey, 
Architect, 1019 (/nr.) 

Washington, D.C. Metropolitan Club- 
house, Gray & Page and W. A. 
Potter, Architects, 10.5 (Reg., Imp. 
and Int.) 

Waverley, Mass. Gymnasium for Massa- 
chusetts General Hospital. Wheel- 
wright & Haven, Architects, 1022 
(Reg.) 

Wells, Eng. Nave of St. Cuthbert’s. 
Drawn by A. B. Bibb, 1020 ( Reg.) 

West Brighton, Eng. Proposed Cot- 

tages. G. M. Jay, Architect, 
1021 (/nt.) 
* River, Md. Tulip Hill, 1020( Reg.) 
“ Roxbury, Boston, Mass. House 
of A. L. Plimpton. E. L. Clark, 
Architect, 1021 (/eg.) 

Wyncote, Pa. House of Cyrus H. K. 
Curtis. Baily & Truscott, Architects, 
1030 ( Reg.) 

York, Pa. Central and Garfield School- 
bouses. B. F. Willis, Architect, 1030 
( Reg,) 

Zurich, Switzerland. New Stadt- 
Theatre. Fellner & Helmer, Archi- 
tects, 1025 ( Reg.) 


“ “ 


Stable for Chester 
Guy Kirkham, Architect, 
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